BT27.35-P-0005-01A Strainer in inlet to converter lock-up control 


solenoid valve, new 


Transmission 722.6 k 


TRANSMISSION  722.6## ## as of 0485895 


P27.35-0251-09 


144 Strainer/converter lock-up control solenoid valve Strainer to protect against dirt and metal shavings in inlet to 
converter lock-up control solenoid valve in valve housing. 
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